“  Palmam  Oui  Meruit  Ferat.” 
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HIGH  AWARD 


TO 


Boyles  Patent 


AIR-PUMP  VENTILATORS. 

w 


At  the  MANCHESTER  and  SALFORD  SANITARY  ASSOCIATION’S 
INTERNATIONAL  EXHIBITION  of  SANITARY  APPLIANCES 
held  in  Owens’  College,  Manchester,  in  connection  with  the  Annual 
Conference  of  the  British  Medical  Association  (from  August  6th 
to  1 8th,  1877),  BOYLE’S  PATENT  SELF-ACTING 
AIR-PUMP  VENTILATORS  were  awarded  the  HIGHEST 
PRIZE  by  the  Judges,  as  being  the  most  efficient  Ventilator.  The 
great  value  of  this  Award  may  be  better  conceived,  when  it  is  mentioned 
that  all  the  best  known  Ventilators  and  systems  of  Ventilation  were 
competing,  and  that  the  Judges  consisted  of  a  number  of  the  most 
eminent  scientific,  and  practical  men  in  the  kingdom. 

The  following  List  of  the  Judges  will  show  the  value  that  is 
to  be  attached  to  the  verdict  they  have  given  in  favour  of  the 

AIR-PUMP  VENTILATORS:— 


LIST  OE 

W.  H.  Corfield,  Ef q..  M.D...  F.R.C.P,  F.C.S., 
&c.,  Professor  of  Hygiene  and  Public 
Health,  University  College,  London. 

J.  Corbett,  Esq.,  Architect. 

F.  D’.  Chaumont,  Esq.,  M.D.,  Assistant 
Professor  of  Hygiene,  Army  Medical  School, 
Netley  Hospital. 

A.  G.  M'Beath,  Esq,  C.E. 

Arthur  Ransome,  Esq.,  M.A.,  M.D.,  Lecturer 
on  Hygiene  and  Public  Health,  Owens’ 
College. 

J.  Maul  Sutton,  Esq.,  M.D.,  Medical  Officer 
of  Health,  Oldham. 


tTTTIDGEES. 

F.  Vacher,  Esq.,  L. R.C. P.,  Medical  Officer 
of  Health,  Birkenhead. 

Osborne  Reynolds,  Esq.,  M.A.,  Professor  of 
Civil  Engineering,  Owens’  College. 

T.  Worthington,  Esq.,  President  of  the 
Manchester  Society  of  Architects. 

James  Hardie,  Esq.,  M.D.,  Surgeon  to  Man¬ 
chester  Royal  Infirmary. 

T.  Harrison,  Esq.,  F.C.S. 

D.  J.  Leech,  Esq.,  M.D.,  Physician  to  Man¬ 
chester  Royal  Infirmary. 

John  Newton,  Esq.,  C.E. 

H.  H.  Vernon,  Esq.,  M.D.,  Medical  Officer 
of  Health,  Southport. 


The  principal  merits  of  the  Air-Pump  Ventilators  are  that  they  effectually  and 
continuously  extract  the  foul  air.  Are  entirely  free  from  down-draught, — the  fault 
of  most  Ventilators — have  no  mechanical  motion, — therefore,  can  never  get  out  of 
order — a  most  important  feature — and  can  be  constructed  to  harmonise  with  every 
style  of  Architecture,  fit  into  Turrets,  &c. 

v  Y  .•  v** 

ROBERT  BOYLE  &  SON,  Inventors,  Patentees,  and  Manufacturers, 

100  MITCHELL  STREET,  GLASGOW, 

MANSION  HOUSE  BUILDINGS,  LONDON,  and  8  CORPORATION  ST.,  MANCHESTER. 


TESTIMONIALS. 


FROM 

Sir  Gilbert  Scott,  R.A.,  F.S.A.,  D.C.L.,  F.RJ.B.A.,  &c., 

Architect,  London. 

31  Spring  Gardens,  S.W., 

London,  28 th  Aprils  1877. 

Gentlemen, 

I  have  used  your  Patent  Self-Acting  Air-Pump  Ventilators 
with  complete  success. 

From  experience  of  them  in  my  own  house  and  other  buildings,  public  and 
private,,  where  they  have  been  applied  under  my  direction,  P  can  confidently 
and  will  always  have  great  pleasure  in  recommending  them. 

Yours  faithfully, 

GEO.  GILBERT  SCOTT. 

Messrs.  Robert  Boyle  &  Son, 

100  Mitchell  Street,  Glasgow. 


FROM 

l. 

Admiral 

Sir  Hastings  Reginald  Yelverton,  0.0,8., 

First  Sea  Lord  of  the  Admiralty. 

J  Admiralty,  Whitehall, 

London,  t gih  March,  1877. 

t;i  .  I  HAVE  great  pleasure  in  recommending  Mr.  Boyle  as  sole  inventor 

of  'a  Ventilator  which  I  found  of  the  greatest  use,  during  my  three  years’  command 
in  the  Mediterranean,  on  board  Her  Majesty’s  Ship  “Lord  Warden.” 

Since  then  Mr.  Boyle  has  fitted  a  Ventilator  to  my  official  residence, 
13  Ne>v  Street,  Spring  Gardens,  which  answers  admirably.  I  cannot  speak  too 
highly  of  Mr.  Boyle’s  admirable  system  of  ventilating  Ships  and  Houses. 

H.  R.  YELVERTON, 

Admiral. 


FROM 

Arthur  Cates,  Esq.,  F.R.I.B.A., 

Architect  to  the  Land  Revenues  of  the  Crown, 

Surveyor  to  the  Hon.  Society  of  the  Inner  Temple,  &c.,  &c.,  &c 

1. 

London,  Whitehall  Yard,  S.W., 

20 th  S ept ember,  1876. 

Gentlemen, 

I  have  used  your  Air-Pump  Ventilator  with  satisfactory 
result.  Those  fixed  under  my  direction  at  the  Library  of  the  Inner  Temple 
have  realised  my  expectations,  and  completely  fulfil  the  object  which  I  had  in 
view.  I  consider  this  application  of  them  a  severe  test,  and  the  success,  which 
has  attended  it,  confirms  the  statements  which  you  make  as  to  their  efficacy. 

Yours  obediently, 


Messrs.  Robert  Boyle  &  Son, 

Mansion  House  Buildings,  London. 


ARTHUR  CATES. 


FROM 


Sir  William  Thomson,  LL.D., 

Professor  of  Natural  Philosophy, 

Glasgow  College. 

Glasgow  College,  -29th  March,  1872. 

I  have  seen  several  different  forms  of  Mr.  Boyle’s  Air-Pump 
Ventilator  in  actual  operation,  and  have  much  pleasure  in  testifying  to  their 
efficiency. 

They  thoroughly  realise  the  favourable  anticipations  which  I  formed  from 
experiments  on  models  shown  to  me  by  Mr.  Boyt.e. 

Having  one  fitted  up  in  my  yacht,  I  find  it  has  caused  a  very  decided 
improvement  in  the  draught. 

WILLIAM  THOMSON. 


♦ 

I  have'  often  made  use  of  the  Air-Pump  Ventilator,  and  consider  it  most 
admirable.  Its  action  is  continuous,  and  it  cannot  possibly  get  out  of  order.  It  is 
decidedly  the  most  efficient  fixed  foul-air  withdrawing  medium  that  I  ever  met 
with. — W.  Eassie,  Esq.,  C.E.,  F.L.S.,  &c.,  &c.,  London,  Author  of  “  Healthy 
Houses,”  &c. 


Boyle’s  Patent  Self-Acting  Air-Pump  Ventilator,  which  does  not  revolve, 
is  recommended  as  the  best  Soil  Pipe  Ventilator  in  an  article  in  the  Sanitary 
Record ,  June  15th,  1877,  by  Ernest  Turner,  Esq.,  F.R.I.B.A.,  &c. 


“There  is  no  moveifient  in  Boyle’s  Air-Pump  Ventilator;  it  cannot  therefore 
get  out  of  order  or  go  wrong,  and  when  properly  fitted  up,  is  a  most  powerful 
extractor,  and  entirely  devoid  of  down-draught — most  important  points  in  soil 
pipe  ventilation.  Three  have  been  placed  on  the  roof  of  the  Blackpool  Sanitorium, 
insuring  constant  ventilation. 

“The  invention  of  a  really  genuine  sanitary  success  should  meet  with  honourable 
recognition  and  substantial  reward.” — Vide  Hints  on  Drains,  &c.,  &c.  (price, 2s.  6d.), 
by  P.  HiNCKES  Bird,  F.R.C.S.  (Exam.),  F.L.S.,  &c.,  S.  Sc.,  Cert.,  Cambridge. 
— Medical  Officer  of  ITealth  to  the  Blackpool,  Lytham,  and  Fleetwood  Urban 
Sanitary*  Authorities. 


They  are  constructed  on  sound  scientific  principles,  act  in  strict  accordance 
with  the  laws  of  nature,  and  cannot  fail  to  operate. — Professor  Grant,  LL.D., 
Glasgow  Observatory. 


We  require  some  apparatus  that  is  continuous  in  its  action  and  self-acting  in 
every  part,  so  as  not  to  need  attention  after  it  has  been  once  fixed.  An  examination 
of  many  forms  of  Ventilators  has  led  us  to  the  conclusion  that  the  only  apparatus 
that  come  up  to  this  standard  of  perfection  are  those  manufactured  by  Messrs. 
Boyle  &  Son,  of  Glasgow,  and  Mansion  House  Buildings,  London,  and  termed 
by  them  “Self-Acting  Air-Pump  Ventilators.” — Vide  article  on  Ventilation  in 
Public  Health ,  nth  February,  1875,  ky  Dr-  Abbotts  Smith,  Senior  Physician, 
Metropolitan  Ear  and  Throat  Infirmary,  late  Physician,  North  London  Consumption 
Hospital. 


Robert  Boyle  &  Son, 

VENTILATING,  SANITARY,  &  CONSULTING  ENGINEERS, 

100  MITCHELL  STREET,  GLASGOW, 

MANSION  HOUSE  BUILDINGS,  LONDON,  AND  8  CORPORATION  STREET,  MANCHESTER. 

WORKS — 154J  BOTHWELL  STREET,  GLASGOW. 

J 

ESTIMATES  GIVEN  AND  DESIGNS  SUPPLIED. 

Prospectuses,  Pamphlets,  Price  Lists,  &c.,  Post  Free  upon  Application. 


GOVERNMENT  AND  CORPORATION  WORK  CONTRACTED  FOR. 


